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Message Text 



UNCLASSIFIED 

PAGE 01 MANILA 07097 141302Z 
51 

ACTION FBO-01 

INFO OCT-01 EA-07 ISO-OO A-01 ST-01 /011W 

024818 

R 140857Z JUN 74 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 4362 

UNCLAS MANILA 7097 

E.O. 11652: N/A 
TAGS: ABLD, RP 

SUBJ: EMERGENCY GENERATOR PARTS 
REF: MANILA 6020 

1. DEPARTMENT REQUESTED TO SUSPEND EFFORTS TO PROCURE BATTERY 
CHARGERS. 

2. EMBASSY WITH ASSISTANCE USN SUBIC PUBLIC WORKS DEPARTMENT WILL 
UNDERTAKE MODIFICATION ONE EMERGENCY GENERATOR BY INSTALLING DC 
ALTERNATOR AND REGULATOR TO REPLENISH HEAVY POWER DRAINS FROM 
FREQUENT AND INTERMITTENT STARTING PLUS INSTALLATION 5-AMP. 

TRICKLE CHARGER SUPPLIED BY DEPARTMENT TO KEEP BATTERIES CHARGED 
DURING NON-OPERATION. SUBIC HAS INSPECTED EXISTING BURNED OUT 
CHARGERS AND RECOMMEND AGAINST ATTEMPT TO REPAIR. SUBIC CONCUR 
WITH DEPARTMENT THAT REPLACEMENT TOO COSTLY. 

3. COST OF MODIFICATION WILL BE FUNDED FROM EMBASSY M&R ALLOTMENT. 
IF MODIFICATION SUCCESSFUL, EMBASSY WILL REQUEST SPECIAL ALLOTMENT 
TO SIMILARLY MODIFY SIX EMERGENCY GENERATORS. 

SULLIVAN 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANILA07097 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 54-0985 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740645/aaaabmad.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: MANILA 6020 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 MAR 2002 by phillir0>; APPROVED <16 JAN 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY GENERATOR PARTS 
TAGS: ABLD, RP 
To: STATE 
Type: TE 
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